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LIMITED OFFICIAL USE NEW DELHI 1951 

DEPT PASS TO OES AND NEA/INS 

E.O. 11652: N/A 

TAGS: TGEN, PEOR, US, IN 

SUBJEET: ALLEDGED RADIOACTIVITY FROM TARAPUR POWER STATION 
REES: A. DELHI 1777, B. DELHI 1897. 

1. ADDRESSEES PLEASE DISREGARD DELHI'S 1899. 

2. EMBASSY REQUESTED CLARIFICATION FROM BOMBAY ON REFTEL A, 

PARA 3, SPECIFICALLY IN REGARD TO DEFECTIVE FUEL ELEMENTS. 

BOTH THE FUEL ELEMENTS MANUFACTURED BY GENERAL ELECTRIC (GEC) 

AND THE ONES FIRST MANUFACTURED BY THE NUCLEAR EUEL COMPLEX (NFC), 
HYDERABAD, DEVELOPED LEAKS WHICH CAUSED SOME RADIOACTIVE CON- 
TAMINATION (SEE REETEL B). 

3. IN DISCUSSIONS WITH US PHYSICAL SECURITY TEAM EROM 
ERDA/NRC AND SCIENCE COUNSELOR IN NOVEMBER 1975, DR. SETHNA 
MENTIONED THAT NEC HAD RESOLVED THE FUEFELEMENT LEAK 
PROBLEMS. 
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Copy: SINGLE 
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Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 
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Disposition Comment: 25 YEAR REVIEW 
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Disposition Event: 
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Disposition Remarks: 

Document Number: 1976NEWDE01951 

Document Source: CORE 

Document Unique ID: 00 
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Film Number: D760048-0525 
From: NEW DELHI 
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ISecure: 1 
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Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 

Original Classification: LIMITED OFFICIAL USE 
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